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Kinser, Robin D. 

Friday, October 04, 2002 7:45 PM 
Miert, Erik Van; Vanscheeuwijck, Patrick 
Kinser, Robin D. 

3-HPMA collection 


Dear Patrick and Erik— 

I was not able to talk today to the scientist who actually does the 3-HPMA analyses. Although 
my other WSA analytical colleague agrees with me that there should be no problem with a short 
exposure to untreated glass, I would like to confirm that with someone who has done the experiment. I 
may have more information for you by Tuesday a.m. your time. 

Best regards, 

Robin 


Robin Kinser 

804-274-5905 

Robin.D.Kinser@pmusa.com 
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